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	THE DRAGON AND THE ARROW

Chapter 1

**HEY READERS, I HOPE YOU LIKE THIS STORY. IT TOOK ME MONTHS TO CONTINUE IT. THIS FIRST CHAPTER IS MADE BY MY SISTER AS A GIFT TO ME, SO I CONTINUED IT AND I DECIDED TO POST IT. **

**SORRY FOR ANY MISTAKES.**

It was a peacefull morning at Berk. Well, atleast Hiccup thouht so. Hiccup woke up with the sound of Toothless and the Terrible Terror on the rooftop. He got up, went down the stairs quietly and went out the door. Ever since he was chief he had bearly got to spend time with Toothless. So he normally woke up early, when nobody was up and flew away with Toothless.

Ours later, he landed in the center of the plaza. Everyone was looking at him in a strange way. A lot of people were muttering "he is here" "thank gods" he started to go toward his house to find out what on earth was going on. Finally, the curiosity and worry got the best of him and runned to his house. He hadn't expected what he saw. All of his friends were there, sad and worried and her mom was crying.

"what's going on mum?" he asked hugging his mother

"last night group of burglars came to the village" Fishlegs explained

"what did they take? Maps? Dragons?" Hiccup asked. Thats what their normal enemies always tried to steel.

"at first we thought the had kidnapped you" Fishlegs proceded. How could he had been so stupid? He had forgotten to tell her mother that he was going away. He was sure that Astrid and his mother had been worried sick. Wait a minute. Where was Astrid? His gratest fear confirmed as he looked his friends.

"they left this note at Astrid's house" Fishlegs said, handing him a note. With tears in his eyes, he read the note out loud.

IF YOU WANT TO SEE THE GIRL ALIVE AGAIN, GO TO THE NORTH FOREST ALONE, TOMOROW AT SUN RISE BRING YOUR DRAGON.

**OKAY. HOW WAS THAT FOR MY FIRST CHAPTER? **

**PLEASE COMMENT. I REALLY WOULD LIKE TO READ YOUR REVIEWS.**

**UNLESS YOU HATE IT. THEN DONT REVIEW. JUST JOKING ;) **


End file.
